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Eugene Townsend, Esq., 

Superintendent, U.3. Mint, 

Philadelphia, Pa. 



Your letter of the Gth,,instant, reporting the removal of 39 
Adjusters and 1 Counter, is received, upon which action will probably 
be taken to-morrow. 


The removal 


of Mrs 


Scott is cancelled as requested in your 


telegram. 


There are two or three names on your list the approval of whose 
removal I may probably withhold for a few days. 

Miss Blanche Carroll's is one. I am inclined to think there 
will be a very strong protest against her removal from Senator Gray of 
Delaware. liy impression is that she was originally appointed at the 
request of Senator Bayard of that State, and I prefer to wait a few 
days before I approve her removal. 



respectfully. 
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[Abstract:] Letter of 9” received, reporting removal... 

Treasury Department, 

Office of the Secretary, 

Washington, D.C., 

April 10, 1894 

Eugene Townsend, Esq., 

Superintendent, U.S. Mint, 

Philadelphia, Pa. 


Sir: - 


Your letter of the 9th., instant, reporting the removal of 39 Adjusters and 1 Counter, is 
received, upon which action will probably be taken to-morrow. 

The removal of Mrs. Scott is cancelled as requested in your telegram. 

There are two or three names on your list the approval of whose removal I may probably 
withhold for a few days. 

Miss Blanche Carroll’s is one. I am inclined to think there will be a very strong protest 
against her removal from Senator Gray of Delaware. My impression is that she was originally 
appointed at the request of Senator Bayard of that State, and I prefer to wait a few days before I 
approve her removal. 

Very respectfully, 

R.E. Preston 

Director of the Mint. 



